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Records Conter . 30 Septenber 1958 
Attention: 

OnCT/iistericsl Steff 
Alleged Discrepancies 


In scknowledging receipt of job muber 53-29, you suggest, thet there 
are discrepancies betwen ay shelf list and the original sulaitted by Giz. 


Goviously, 
List that this was supplemental to the liet subaitted by OBR. 
The nusterial returned included a)1 folders of background material, 


CRE material. These copies of SR's were listed separately because they 
ware not received with the folders, bat were transnitted to G "within a 
few woeks of the original deposit of records, up to 23 March 1953." 

An additionel discrepancy between the original shelf list and the 


weterial sent you is mentioned at the fact of my shelf list eupplesent as 
concerns container numer 2. 


25X1A 
Staff 
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